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the Tower. As the Bills did not run for weeks, or even days, without alterations as our modern programmes do, but were reset and issued as fresh Bills for each performance, any change of the cast would have been easily made had such been necessary, as indeed it was made when Walter Lacy took the part of. Richmond, instead of John Ryder. It is not to be supposed that a gentleman of Mr. Charles Kean's standing would permit the published Bills to represent Miss Ternan as the Prince of Wales, while the part was being played by someone else. Of course, in the event of sudden indisposition, it is possible that Kate Terry took Miss Ter-nan's part for a night, and that Ellen took the part of " the Little Duke of York," but if so the fact would have
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